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SUBJECT: CCMS: RATIONAL USE OF ENERGY MIUS PROJECT, 
MEETING IN FRG. DECEMBER 1976 

REF: (A) STATE 204632; (B) WOOD/NIMMO TELCON, AUGUST 13, 

1976 

1 . EMBASSY HAS BEEN INFORMED THAT FRG WILL HOST SUBJECT 
MEETING AT NUCLEAR RESEARCH CENTER IN JUELICH DECEMBER 

7-9. 


2. DR PLANTIKOV OF NUCLEAR RESEARCH CENTER IS IN 
PROCESS OF ARRANGING ITINERARY AND ASKS THAT PHILLIPS 
(BUREAU OF STANDARDS) CONTACT HIM DIRECTLY RE 
COORDINATING SCHEDULE. 

HIT I .F.NBR AND 
UNQUOTE ROBINSON 
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